[O] “What is the scriptural basis for the position of the 
rabbis? 


[P] “‘It will be for a shade by day from the heat, and for a 
refuge and a shelter from the storm and rain’ (Is. 4:6). 
Lo, this then refers to the sukkah roofing above, and the 
three times that the sukkah is mentioned [at Lev. 
23:42-43] supply the requirement that there be three 
walls. 


[Q] “What is the scriptural basis for the position of R. 
Simeon? 


[R] “‘It will be for a shade by day from the heat, and for a 
refuge and a shelter from the storm and rain’ (Is. 4:6). 
Lo, this then refers to the sukkah roofing above. 


[S] “Then [as before] the word for booths is written once 
fully spelled out and twice defectively, thus four times 
in all.” 


[T] Rabbis of Caesarea derive the basis for the view of 
R. Simeon and the basis for the view of rabbis from 
the following verse: “It will be for a shade by day 
from the heat, and for a refuge and a shelter from 
the storm and rain” (Is. 4:6). 


[U] “It will be for a shade by day from the heat” — lo, 
one time. 


[V] “And for a refuge and a shelter” — two. 


[W] “From the storm and rain” — rabbis treat the 
storm and rain as a single reference. 


[X] R. Simeon treats the storm and rain as two distinct 
references. 


[Y] And so it has been taught: And sages say, “[A 
sukkah is valid if] two accord with the 
requirement of the law, and a third, even a 
handbreadth in height.” [R. Simeon says, 
“The third also must be in accord with the 
requirement of the law, but the fourth may 
be even a handbreadth in height” (T. Suk. 
1:13A-B).] 


